AUTHORISED DEALER: 


ESTABLISHED SINCE 1958 


SMARTLINC 


Optional eKey " 


AVAILABLE FEATURES 

MASTER CODE (Factory set to 1-2-3-4-5-6-7-8) 

. Cate 

e Enroll/Delete 

e Install/Dédetager 

e LođetOptions 

. Reprdgpfinvare 

. Ataddaster Menu 

. DowAlatd 

. TinSetLock Periods 

MANAGER CODE (Factory set to 1-1-1-1-1-1) 

. Mahbges 

. CHam@eDelay Values 

. DowAlatd 

. Céartrpbrary Time Lock 

. E®@teerd Period, if enabled 

USER CODE 

. to ripe users per lock, including Manager 

e LOpkn 

. Cate 

. ImiSetdiate Lock 

MULTIPLE LOCKS 

. to Pi\pe 

APB (Auxiliary Power Box) 

. b&lastlered with every system no matter how many locks 
enralted 

. Prosddetant power to audit information in the event of primary 


(batt@‘Z) power loss 


eKEY " MODE 
. Availalelach lock, if enabled 
e Avđdđdabanager and Users only 
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TIME DELAY 

. Programroabdach lock 

. æla: 1 - 99 minutes 

. ped: 1 - 19 minutes 

. Q@alaying mode selectable (up, down or invisible) 
. TirheoDelays Can Run At Once 

TIME DELAY OVERRIDE 

. fbditgrride time delay 

. Asstongskr #9, if enabled 

SILENT SIGNAL ALARM (Optional Alarm Box Required) 

. Programroabdach lock 

e Unavailakdsingle lock system using AC Power 
REMOTE DISABLE (Optional Alarm Box Required) 

. Programroabdach lock 

e Unavaiakdssingle lock system using AC Power 
AUDIT 

. Iddcłwill record the last 500 operations with time, date, user 


dedimé the activity 


DUAL CODE 
. Programroabdach lock 
+ set u, automatically installs User #2 (Default User 
2DBde2-2-2) 
. Cokes required to open and access Manager Menu 
WRONG TRY PENALTY 
. (4@onsecutive invalid codes initiates five-minute delay period 


LOW BATTERY WARNING 
. Repaattd and visual signal (LCD readout and repeated 
beejoiirigyy opening indicates battery low 


AUDIO AND VISUAL SIGNAL 
e Digibdt (LCD readout and unit beeps) indicates entry is valid 
accepted 
e sigipat indicates invalid or not accepted 
TIME LOCK 
e TifieoLock periods are available for set-up 
. Seledtaotach lock - Time Lock 1, Time Lock 2 or No 
Lõike 
e Stabtzakd (4 open periods per day) 
. SBeeials (up to 20 close periods programmable with day and 
mbathanuary 1, July 4) 
. ImmédiateLock (until next available open period) 
e TemgörmaeyLock (to required date and time, maximum of four 
weeļl&) 
. LdakeOpen Period Extension (Maximum two (2) hours), 
enabiéd 
e D&dighy Time 
SYSTEM RECOMMENDATION 


e is redbmmended to run the SMARTLINC software on a PC or 


laptoing Windows® 2000 or higher. 
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Opening SMARTLINC Set-up Software 

Once all of the software has been installed on the computer, it is time to begin setting up the Logic Module and lock(s). Open the set- 
up software. Using either Windows Explorer or the START button, find the LA GARD folder on the hard drive. Within the LA GARD folder 
there are 3 folders labeled DSTUpdate, SMARTLINC and Total Audit. Open the SMARTLINC folder and double click on the file named 
SMARTLINCSETUP (see Screen 1). 


[Pagare a Ca | 
Screen 1 


SMARTLINC Set-up Software 
The opening window of the set-up software allows the choice of Lock Set-up, Control Unit (Logic Module) Set-up, Time Lock Set-up and 
Exiting the Set-up software (see Screen 2). 


Menu About 
s| 2| 
Lock Corfrol unt Jims 
| 
Br 
Screen 2 


COM Port Set-up 
The COM port must be selected before beginning set-up. Select the appropriate COM port from the Port Menu. The default is COM 1 (see 
Screens 3 & 4). 


x ‘select serial port- x| 
o og i 
T] 2| 2 
Corfrol unt Timelock 
i Pa 
ae Cancel 
Screen 3 Screen 4 


LOCK SET-UP 
To set up the locks, click on the Lock Set-up button on the opening screen (see Screen 2). A window with the default configuration will 
appear (see Screen 5). In this window, select the features to be enabled on the locks. 

e Select the lock ID for the lock to be programmed. Marking the lock itself with its ID number is recommended. 

e Each lock can be assigned a serial number in this window. Checking this box allows the option of entering a Fixed Field, which is 
alphabetical, and a Variable Field, which is alphanumeric. If entered, this information will be shown on the audit. 

e |f Dual Code is installed, User #2 is automatically installed (see screen 6). If installed, two codes will be required not only to open the 
lock, but to access the Manager Menu options as well. 

e Users can only be configured on the Logic Module if they have been set up as Deleted in this window. A Deleted User is a user number 
ready for installation; a Blocked User is a user number that will be unavailable for installation. Installed is an automatic feature available 
only for User #2 when setting the unit up in Dual Code. 

e Time Delay open window and delay times may be set up in this window or from the Logic Module. 

e If, when installed, there is a lock that will take longer than 4 seconds to reach and open, the use of the Open Device is recommended. 
The Open Device will hold the signal going to the lock for one (1) minute or until the outer door has been opened and the Open 
Device depressed. 

NOTE: Open Device and Duress Alarm cannot work at the same time. 

e Once all of the features for this lock have been selected, save the set-up to a file for later use. If a file has already been saved, it may be 

opened from this window as well. 
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r Mode 


I Duress alarm 
I Dual combo 
F Override 

I Open Device 


Screen 5 


SENDING SET-UP TO THE LOCK 
This function requires the use of the Lock Programming Cable (P/N 43098) and a Serial Interface Connector. 
1. Connect power to the lock via the Logic Module or small/large battery box through the port on the lock marked BAT. The use of Duracell™ 


or Eveready™ batteries is recommended (see Figure 1). 
2. Plug Interface and cable into PC and open SMARTLINC Set-up Software. 
3. Plug the 43098 cable into the lock through the port on the lock marked ENT. 


r Mode 
|I Duress alarm 


A 


|I Open Device 


we m z 


-SNE 
I Active 


r Time delay 


Delay 


Master 12345678 


OW. 


: min. 


Screen 6 


4. Select the lock ID for the lock to be programmed. It is a good idea to mark the lock itself with its ID number. 
5. Press the Send button on the software and then the Start button (see Screen 7). 
6. On the screen the software will scroll through each Record Number (1 - 12) as it downloads to the lock, then it will show OK. 


7.Repeat steps 3 - 6 for each lock to be programmed with this configuration. 


NOTE: If the computer does not have a serial port, a serial to USB connector will be required. 
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Click on the START 


button to send 
configuration 


Screen 7 


[e] min. 


Record # El 
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CONTROL UNIT (LOGIC MODULE) SET-UP 
To set up the logic module, click on the Control Unit Set-up button on the opening screen (see Screen 8). A window with the default 
configuration will appear (see screen 9). In this window select the features to be enabled on the Logic Module. 


Encryption can be set either ON or OFF. The default is set for OFF. 


CAUTION: If encryption is set ON, once the locks have been installed to this Logic Module, this will be the only Logic Module able to 
be used with these locks. 


Hemisphere is set with a default for NORTH. Select the Hemisphere where the units will be active. 

The Dallas® key (eKEY") option can be selected on this page. Check the YES box, then select which locks to set up for use with eKEY", 
(see Screen 10). 

Delay Counting Display is set to a default of Countdown. Available options are to have Time Delay counting sequence Count Up, 

Count Down or Not Displayed. 

The TD MIN window allows the entry of a minimum Time Delay value. Once this number is entered, Managers having access to the time 
menu will not be able to change the Time Delay value below this minimum delay period number. This feature will program ALL locks on 
the system that have a Time Delay set-up. 

Multiple Time Lock periods are available by checking the box marked Multi TL Active (see screen 11). If there is no check in the Multi TL 
Active box, any time lock periods programmed will apply to all locks enrolled in the system. For a different Time Lock period to apply to 
a specific lock, check the Multi TL Active box. The locks enrolled in the system may be set to Time Lock period 1, 2 or No Time Lock. 
Open Extension is set to NO by default. With this option, no one will have access to the Open Extension Time Menu on the Logic 
Module. Selecting YES allows the Manager and/or Users (as selected in the next option) to access the Time Lock Open Extension menu 
on the Logic Module. Those who have access can then extend the Time Lock Open Period in 30 minute increments, but no more than 
two hours or four (4) 30 minute increments. 

Time Menu Access allows you to select whether both the Manager and the Users or the Manager only will have access to the 

Time Menu. 

The Lock Installation Code (5-0-5-0-5-0) is used to enroll the locks to the Logic Module during System Set-up using the Master Menu on 
the Logic Module. 


Once all of the features for this lock have been selected, save the set-up to a file for later use. If a file has already been saved, it may be 
opened from this window as well. 


; =x] emartinesemp-Optor O 


Menu About Encryption Hemisphere 
Dallas K 
ON X OFF @ North C South iT 
E Lock installation Code 
Lock Setup Control unit 505050 
(EXIT) 
P) Counting display ee Open Extension 
ae Not displayed Multi TL Actve © No C Yes 
@ (Count-down Lock? XT IT NoTl 
ORT Lock? XTU No TI 
pate Lok3 X TLI NoTl 
Screen 8 Locka XTU No TI Time Menu access 
TOmin  ) tockS X TLI Noti © Manager C Users 


Open | Seve | Record {_ ] Send | Close 


Screen 9 


— > Multi Time Lack 
r Hemisphere A ppr- ; i 
© Nabet Seah ae | Multi TL Active e 
= [Lock] X TLI [C TL2 [ NoTI 
ade }Lock2 [ TLI X TL2 [ NoTI 
Fy ‘Lock3 =X TLI [C TL2 [ NoTI 
|Lock4 [ TLI X TL2 | NoT 
| Lock 5 | EP] E: 
| r Disable Timelock r Open Extension 
Screen 10 Screen 11 
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SENDING SET-UP TO THE LOGIC MODULE 

This function requires the use of the Logic Module Programming Cable (P/N 43097) and a Serial Interface Connector. 

1. Connect power to the Logic Module. (Requires the use of a 9V battery.) Duracell™ or Eveready™ batteries are recommended. 

2. Plug Interface and cable into PC and open SMARTLINC Set-up Software. 

3. Connect the 43097 cable to the Logic Module through the port on the keypad. 

4. Press the Send button on the software (see Screen 12). 

5. The software will instruct you to activate the PC Link in the Master Menu on the Logic Module (see screen 13). 

NOTE: This reminder screen will display even if PC Link is already activated. 

6. Press any key to power up SMARTLINC. 
e Display will show either “ENTER COMBO” or “SELECT LOCK” when two or more locks are installed. 

7.Hold down “zero” until the display shows “MASTER, X-X-X-X-X-X-X-X” 

8. Enter the MASTER code. 

9. Press the “P” button four (4) times to select PC Link; the display will show “PC LINK”. Press the OK button to start communication with 
the PC. 

10. On the screen the software will scroll through each Record number as it downloads, then it will show OK. 
e In order to exit from PC Link, press the “P” button three (3) times. When the screen reads “Do you want to QUIT?” press the “OK” button 

to exit. 
NOTE: If the computer does not have a serial port, a serial to USB connector will be required. 


j Ver POSH wvu 
ed 505050 | 
| 1r Encryption Hemisphere Dalias K 

ON X OFF © Norm C Sown cre 


Courting display Mum Time Lock Opes Extension 

C Not displayed Melt TLActve S No C Yes 
| | © (Couredown tocki X TU Mon 

eae Lock2 x TU No Tl 
|S tock} TLI Non 
Lock4 X TLI NoTl r Time Menu access TD 

| Tominf | lokS X T Noti E Monsge Users n 
| | Lock r Time Menu 
| t J LOCK | 

opm | Seve | meca] Soa | coe | Z Lock 5 |© Manage 


Screen 12 Screen 13 


DST (Daylight Savings Tine) SET-UP 

This function requires the use of the Logic Module Programming Cable (P/N 43097), PC, DST Update Software and a Serial 

Interface Connector. 

1.To set-up DST, click on the DST icon on the PC desktop. The set-up window will appear (see Screen 14). In this window, set up the DST 
dates or select from the pre-set files available. A pre-set file has been created for the USA. 

2. Click File from the menu bar, then Open. 

3. Select the file marked USA.DAT and click Open (see Screen 15). 
e The dates will automatically be filled in for the next 15 years (see Screen 16). 

NOTE: This program will also allow the DST file to be deleted from a previously programmed Logic Module in the event the Module 

must operate in a state not having DST. 


saver 


tlie | lew | a | 
te 
’ t % ò 
Screen 14 Screen 15 Screen 16 
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SENDING DST (Daylight Savings Tine) SET-UP TO THE LOGIC MODULE 
This function requires the use of the Logic Module Programming Cable (P/N 43097), PC, DST Update Software and a Serial 
Interface Connector. 
1. Connect power to the Logic Module. (Requires the use of a 9V battery). Duracell™ or Eveready™ batteries are recommended. 
2. Plug Interface and cable into PC and then connect the 43097 cable to the Logic Module through the port on the keypad. 
3.Press any key to power up SMARTLINC. 
e Display will show either “ENTER COMBO” or SELECT LOCK” when two or more locks are installed. 
4. Hold down “zero” until the display shows “MASTER, X-X-X-X-X-X-X-X”. Enter the MASTER code. 
5. Press the “P” button four (4) times to select PC Link, the display will show “PC LINK” 
6. Press the Send button on the software. 
e In order to exit from PC Link, press the “P” button three (3) times. When the screen reads “Do you want to QUIT?”, press the “OK” 
button to exit. 
NOTE: If the computer does not have a serial port, a serial to USB connector will be required. 


TIME LOCK SET-UP 

To set up Time Lock, click on the Time Lock button on the opening screen (see Screen 8). A window with the default configuration will appear 
(see Screen 17). This window allows the set-up of Standard Week and Special Events Time Lock. It is possible to set up two different Time 
Lock periods. 


STANDARD WEEK 
1. Select Time Lock 1. 
e Select “Add”, “Delete” or “Delete All” by right-clicking the cursor in the first line on the Standard Week screen (see Screen 18). 
2. Select “Add” to set up the first Time Lock period. “MON from 08:00 to 08:00” will automatically be entered. 
e Clicking in the Day box in either the Open or Closed area will produce a scroll menu for selecting the day of the week for the Time 
Lock period. 
3. To enter the Open Time, highlight the Time box in the Open area and enter the time using a 24-hour clock. 
4. To enter the Close time, highlight the Time box in the Closed area and enter the time using a 24-hour clock. 
e Once the first day’s Time values have been entered, you will be asked whether or not you wish to complete the rest of the week (see 
Screens 19 and 20). 
NOTE: If the choice is made to not automatically complete the rest of the week, enter the daily Time Lock values in any day order 
and press the green Step button to sort the records by day. 
5. Save this Time Lock configuration as Time Lock 1 and the company name. 
6. Select Time Lock 2 and repeat steps 2 - 5. 
CAUTION: Any day not completed will be considered a day in Time Lock and the units will be unavailable on that day. 


Tmepcsey Timepc setup 
Menu Menu 
æ] _see | sm] [ga] fem | s] saj] CEI 
Standard Week PN Special Event Standard Week S Special Event 
Selec Time Lock Select Time Lock 
* vu = Tu 


Screen 17 Screen 18 
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ypen | pave | pena | ox ypen | >e | pena | ox 
Standard Week zB Special Event Standard Week [A Special Event 
Select Time Lock Select Time Lock 
= Tu è Tu 
pe eo ad 


Ipen Clo A Do you want to complete the week? jen 
Telo 


Screen 19 


Day 


Screen 20 


TIME LOCK SET-UP EXAMPLES 
e Lock available 7 days a week during business hours - in this case business hours are 8am to 8pm 7 days a week. (See Screen 20). 
e Lock available 6 days a week during business hours - in this case business hours are 8am to 8pm 6 days a week, closed on Sunday (see 
Screen 21). 
e Lock set for multiple time lock periods in one day. Set for 5 days, closed Saturday and Sunday (see Screen 22). 


Standard Week gz Special Ev Standard Week A Special Eveni 
| r Select Time Lock r Select Time Lock 
|a | © Tu = 

eo | ke 


Par aloe To a 


Close 


Date 


Screen 21 Screen 22 


SENDING TIME LOCK SET-UP TO THE LOGIC MODULE 
This function requires the use of the Logic Module Programming Cable (P/N 43097) and a Serial Interface Connector. 
1. Connect power to the Logic Module. (Requires the use of a 9V battery.) Duracell™ or Eveready™ batteries are recommended. 
2. Plug Interface and cable into PC and open SMARTLINC Set-up software. 
3. Connect the 43097 cable to the Logic Module through the port on the keypad. 
4. Open the correct file for the Time Lock period (1 or 2) that will be downloaded to this lock. 
5. Press the Send button on the software (see Screen 23). 
e The software will instruct you to activate the PC Link in the Master Menu on the Logic Module (see Screens 23 & 24). 
6. Press any key to power up SMARTLINC. 
e Display will show either “ENTER COMBO” or SELECT LOCK” when two or more locks are installed. 
7.Hold down “zero” until the display shows “MASTER, X-X-X-X-X-X-X-X” 
8. Enter the MASTER code. 
9. Press the “P” button four (4) times to select PC Link; the display will show “PC LINK”. Press OK to start communication with the PC. 
10. On the screen the software will scroll through each Record number as it downloads, then it will show OK. 
e In order to exit from PC Link, press the “P” button three (3) times. When the screen reads “Do you want to QUIT?”, press the “OK” 
button to exit. 
NOTE: If the computer does not have a serial port, a serial to USB connector will be required. 
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Reception 
ENABLE PC 
LINK ON Beis C] 
SMARTLINC 
ta 
Screen 23 Screen 24 


SPECIAL EVENTS SET-UP 


To set up Special Events, click the Time Lock button on the opening screen (see Screen 8). A window with the default configuration will 
appear (see Screen 17). This window allows the set-up of Standard Week and Special Events Time Lock. 


SPECIAL EVENTS 


e By right-clicking with the cursor in the first line on the Special Events screen, select “Add”, “Delete” or “Delete All” (see Screen 25). 

e Select the first box and select “Add” to set up the first Special Event period. Select the correct Day and Date (1, July) from the drop- 
down menu for the Closed Time. Then select the correct Day and Date from the drop-down menu for the Open Time (See Screen 26). 

e Up to twenty Special Events may be added (a maximum of four weeks) for each year. 


NOTE: Special Events will repeat each year on that Calendar date. Floating Holidays, i.e. Thanksgiving, Labor Day, etc. cannot be 
programmed. 


SENDING SPECIAL SET-UP TO THE LOGIC MODULE 
This function requires the use of the Logic Module Programming Cable (P/N 43097) and a Serial Interface Connector. 
1. Connect power to the Logic Module. (Requires the use of a 9V battery.) Duracell™ or Eveready™ batteries are recommended. 
2. Plug Interface and cable into PC and open SMARTLINC Set-up software. 
3. Connect the 43097 cable to the Logic Module through the port on the keypad. 
4. Press the Send button on the software (see Screen 23). 
5. The software will instruct you to activate the PC Link in the Master Menu on the Logic Module (see Screens 23 & 24). 
6. Press any key to power up SMARTLINC. 
e Display will show either “ENTER COMBO” or SELECT LOCK” when two or more locks are installed. 
7.Hold down “zero” until the display shows “MASTER, X-X-X-X-X-X-X-X” 
8. Enter the MASTER code. 
9. Press the “P” button four (4) times to select PC Link; the display will show “PC LINK”. Press OK to start communication with the PC. 
10. On the screen the software will scroll through each Record number as it downloads, then it will show OK. 
e In order to exit from PC Link, press the “P” button three (3) times. When the screen reads “Do you want to QUIT?”, press the “OK” 
button to exit. 


NOTE: If the computer does not have a serial port, a serial to USB connector will be required. 


1 Week A Special Event wd Week EA Special Event 


Close 


Time Time | Duration 2 


Delete 
Delete all 


Screen 25 Screen 26 


TROUBLESHOOTING 

Transmission Error 

e A communication error (check cable and battery connections and/or re-start Set-up application) 
e The lock is not in pre-setup mode (reset the lock with the reset box) LA GARD P/N 6066 


No Answer 

e A communication error (check cable and battery connections and/or re-start Set-up application) 
e Check COM port setting. Try selecting a different COM port and retry. 

e SMARTLINC is not in PC-Link mode (Activate PC Link in Master menu) 
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